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of the generals. But a sudden.end was put to it all: on 25th October 1760
George dropped dead in his apartment. His body was buried with great
pomp on nth November in the same grave in Henry VII/s Chapel at
Westminster as lay that of his queen; and he had given strict instructions
that the sides of the two coffins were to be removed, so that their dust
might mingle together.